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COUNTRY USSR (Leningrad 2D) DATE DISTR. 31 May 1950 
SUBJECT Signal Equipment Plant No. 2.3 in Leningrad NO. OF PAGES 2 
25X1A | 
PLACE Perm NY i 
acquiren[ | REFHEN TCV ¢]a Fimmanw No oF encis. 
DATE OF ; ; 
INFO. July 1946 = August 1948 25X1X Beene. PTO 


1. Location: On Skorokh¢ jova ctreet, Leningrad 
2, Navas Plant Wo. 218 


3. bayout: 
Partially destrceyed during the war. tsconstructed according: 
to former plans. 


otal area about 650x'90 feet. uain building 500x250 fcet. 
vlx stories. . 
Own power station, 
Jvonplets reconstructicn se.¢luled for the sprinz of 1949, 
4. babor “orce: 
2,000 to 3,000 Soviets working in 83-hour shifts» In some de- 
purtaents @ considerably smaller seeonl st Hitt. 
5» Production: 
folds Jadio gear for ‘ir force. 


ueens 
a. xadio ok, Includin ing bakelite cabinets, (Bakelite depart- 
ment belon ings plant). 


be wanufecture of dials (only for wave ranges) 


Ce iousehold goods of metal and slastic aaterlal, 
uO flow production work was scen. 


6. No railroad sidings. “ransports by trucks, 


25X1A | | omzent: 


No other information on Signal cqguipment Plant No.21S is 
avaliable. 

At ths end of the war a factory culled plant No.218 was known 
to exist in LEfINgRao IRE however, was producing aircraft 
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inetruments and clectric uwcasurin; instruaents. The 
location ani otaer detailed inforsation was nut known. 


This plant may be identical with the Pyrometer Plant. 
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